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Calendar  1916-1917 


1916 

September  22-23 — Friday  and  Saturday,  Registration.     Examinations 

to  remove  conditions. 
September   25 — Monday.      Classes  commence. 
November    30    to    December    2 — Thursday    to    Saturday,    inclusive. 

Thanksgiving  recess. 
December  23  to  January    I,    1917 — Saturday  to  Monday,  inclusive, 

Christmas  recess. 


1917 

January  22-25 — Monday  to  Thursday,  inclusive.  First  Semester  Exam- 
inations. 

January  29 — Monday,  Second  Semester  begins,  8  A.  M. 

February  7 — Wednesday,  Founders'  Day,  Holiday. 

February  22 — Thursday,  Washington's  Birthday,  Holiday. 

April  6-8 — Friday  and  Saturday,  Easter  recess. 

May  21-31 — Monday  to  Thursday,  inclusive.  Second  Semester  Exam- 
inations. 

May  30 — Wednesday,  Memorial  Day,  Holiday. 

June  2 — Saturday,  Commencement. 
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Announcement  of  the  College 
of  Medicine. 


HISTORICAL  SKETCH 

In  1892  the  Hon.  John  A.  Creighton  decided  to  carry  out  his 
long  cherished  plan  of  organizing  a  Medical  College  and  erecting  a 
building  suitably  equipped  for  such  a  department.  The  school  was 
organized,  a  proper  faculty  selected,  and  although  compelled  to  occupy 
temporary  quarters,  the  John  A.  Creighton  Medical  College  opened  its 
doors  for  the  reception  of  students,  September  27,    1892. 

On  account  of  financial  disturbances  which  were  then  sweeping 
over  the  country  the  erection  of  the  new  building  was  postponed  from 
time  to  time,  but  was  finally  completed  in  the  summer  of  1896.  The 
school  opened  with  a  three-years'  course,  the  popular  and  prevailing 
course  at  that  time  in  medical  colleges  of  this  country;  but  in  1894 
the  college  extended  its  course  to  four  years,  being  the  first  school 
west  of  the  Missouri  River  to  require  four  years  of  study  as  a  condition 
to  a  medical  degree. 

THE  COLLEGE  BUILDINGS 

The  College  is  located  on  the  corner  of  Fourteenth  and  Daven- 
port streets,  five  minutes'  walk  from  the  important  business  district  of 
the  city.  Two  street  car  lines  pass  in  front  of  the  building,  one  of  which 
connects  directly  with  the  line  running  to  the  St.  Joseph's  Hospital. 

The  entrance  on  the  east  side  leads  through  an  arcade  under  the 
open  portico,  which  is  10x32  feet  in  size,  then  through  the  vestibule 
doors  into  the  grand  stairway  hall,  at  the  further  end  of  which  a  double 
stairway  will  be  seen  to  lead  to  the  upper  stories. 

On  the  first  floor  are  the  different  rooms  for  the  outdoor  clinics. 
A  lecture  hall  and  the  students'  library,  each  28x46  feet,  occupy  the 
north  half  of  the  second  floor,  while  the  south  half  contains  the  lab- 
oratories  for   Physiology   and   Pharmacology.      On   the   third   floor   to 
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the  north  is  the  amphitheater,  57x46  feet  in  area  and  twenty  feet  in 
height,  with  350  seats.  The  south  half  of  this  floor  contains  the 
chemical  laboratories. 

THE  NEW  LABORATORY  BUILDING 

The  building  is  located  directly  north  of  the  College  of  Medicine, 
with  which  it  is  connected  on  the  second  floor  by  a  bridge  crossing  the 
alley  between  the  two  buildings. 

The  Laboratory  has  four  stories  and  a  basement.  The  ground 
surface  is  70x66  feet,  with  an  east  frontage  of  70  feet  and  a  north 
frontage  of  66  feet.  On  the  first  floor  are  the  laboratories  of  Histology 
and  Embryology. 

Lecture  rooms  and  private  laboratories  occupy  the  second  floor 
of  the  building,  while  the  third  and  fourth  floors  are  devoted  to  the  labo- 
ratory instruction  in  Pathology  and  Bacteriology,  and  experimental  re- 
search work.  In  connection  with  these  laboratories  are  private  rooms 
for  the  instructors  and  assistants,. 

The  Laboratory  rooms  on  the  third  and  fourth  floors  are  70x55 
feet,  with  ample  lights  on  the  north,  south  and  west  sides. 

LABORATORY  AND  APPARATUS 

The  laboratories,  lecture  rooms  and  dissection  rooms  are  large  and 
commodious  and  are  equipped  with  everything  necessary  to  the  proper 
teaching  of  modern  medicine. 

The  Dissecting  Rooms  occupy  4,000  square  feet  of  floor  space 
on  the  top  floor  of  the  college  building;  six  connected  rooms  are  pro- 
vided, the  walls  are  coated  with  white  enamel  and  the  floors  are  of 
cement.  There  is  a  plentiful  supply  of  natural  light  and  ventilation. 
Each  room  is  equipped  with  modern  plumbing  and  electric  lights.  Work 
tables,  charts,  models,  special  dissections,  serial  sections  and  osteological 
materials  are  provided. 

The  Pathological  and  Bacteriological  Laboratories  occupy  the 
third  and  fourth  floors  of  the  new  Laboratory  building. 

Each  students  is  assigned  a  desk,  with  locker  and  key.  He  is 
furnished  a  microscope  fitted  with  eye-pices  and  two  objectives,  to  which 
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are  added  in  the  Bacteriological  laboratory  an  Abbey  condenser  and 
one-twelfth  inch  oil  immersion  lens.  The  microscopes  are  of  the  latest 
patterns,  and  were  purchased  from  the  well  known  makers,  Bausch  & 
Lomb.  Leitz,  Zeiss  and  Spencer. 

Besides  a  microscope  each  student  is  loaned  dishes,  glassware, 
section-lifters  and  such  other  apparatus  as  is  necessary  for  the  work. 
Sections  of  histological  and  pathological  specimens  furnished  during  the 
course  become  the  property  of  the  student. 

The  Chemical  Laboratories,  occupying  four  rooms,  are  fully 
equipped;  desks,  lockers  and  keys,  test  tubes,  etc.,  being  sufficient  to 
supply  each  student  a  working  outfit,  so  that  thorough  individual  work, 
experience  and  practice  in  the  use  of  the  scientific  accessories  in  medical 
investigation   may  be  obtainsd. 

The  Laboratory  of  Physiology.  Each  student  is  provided  with 
the  necessary  apparatus  used  to  illustrate  well  known  and  useful  physio- 
logical experiments.  In  addition  to  the  individual  equipment  the  labo- 
ratory has  a  liberal  supply  of  the  various  electrical  and  other  compli- 
cated apparatus  used  for  special  demonstrations. 

The  Laboratory  of  Pharmacology.  The  laboratory  work  in  this 
department  is  conducted  in  the  Physiological  laboratory,  and  likewise 
furnishes  each  student  with  lockers  and  the  necessary  apparatus. 

THE  LABORATORIES  OF  THE  THIRD  AND  FOURTH 
YEARS'  WORK 

The  Laboratory  of  Clinical  Diagnosis  has  a  complete  general  and 
individual  equipment. 

The  Laboratory  of  Surgical  Pathology  is  of  Sufficient  size  and 
equipment  to  accommodate  a  section  of  twelve  to  sixteen  students.  Each 
student  is  furnished  a  desk  and  locker,  microscope  and  working  ap- 
paratus. 

The  Laboratory  of  Technical  and  Surgical  Methods  and  Operative 
Surgery  is  a  large  room,  supplied  with  modern  foot  pedals  surgeon's 
wash  stand,  sterilizing  outfits,  operating  tables,  instruments  and  material 
for  fracture  dressing,  etc. 
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A  Zeiss  projection  apparatus  has  been  procured  to  facilitate  the 
demonstration  of  those  objects  in  a  medical  course  which  are  inade- 
quately presented  by  charts  or  diagrams.  It  is  of  the  latest  improved 
type  and  is  adapted  to  lantern  work,  the  projection  of  opaque  and 
microscopic  sections. 

CLINICAL  FACILITIES 

The  College  of  Medicine  possesses  unusual  advantages  in  the  matter 
of  clinical  facilities.  The  following  hospitals  and  the  College  dispensary 
supply  material   for  Clinical  instruction: 

St.  Joseph's  Hospital. 

College  Dispensary. 

St.    Bernard's    Hospital. 

Mercy   Hospital. 

Douglas  County  Hospital. 

City    Emergency    Hospital. 

St.  Joseph's  Hospital 

The  Creighton  Memorial — the  new  St.  Joseph's  Hospital — is  one 
of  the  largest  hospitals  in  the  West.  It  is  situated  at  the  corner  of  Tenth 
and  Castellar  streets,  on  high  and  beautiful  grounds,  and  could  not  be 
better  located,  either  for  heath  fulness,  beauty  of  location  or  easiness 
of  access. 

It  was  built  at  great  expense,  has  380  beds  for  patients,  HO  of 
these  are  used  exclusively  for  clinical  patients.  An  average  of  32 
patients  in  the  private  wards  and  rooms  are  likewise  used  for  clinical 
purpose,  making  an  average  of   142  beds  for  clinical  instruction. 

Hospital  Laboratory 

A  fire  proof  laboratory  building  has  been  erected  just  at  the  rear 
of  the  clinical  amphitheatre  and  operating  rooms.  This  building  is  of 
modern  construction  and  admirably  adapted  to  laboratory  purposes  as  to 
lighting  and  position.  The  upper  story  is  the  students'  laboratory  with 
equipment  and  places  for  twelve  men.     This  room  is  utilized  for  practical 
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clinical  laboratory  work  by  groups  of  the  senior  class.  Each  group 
has  two  months  practice  in  performing  routine  examinations.  The  funda- 
mental work  in  clinical  medicine  is  given  in  the  Junior  class  so  that 
the  students  come  into  this  "practice  laboratory"  with  the  requisite 
theoretical  knowledge.  Here  the  student  obtains  necessary  practice 
in  technique  and  in  interpretation  of  laboratory  findings  as  bearing  on 
individual  cases.  Opportunity  is  also  provided  for  doing  the  labo- 
ratory work  incident  to  the  case  to  which  the  student  has  been  assigned 
in  the  hospital.  The  laboratory  is  fully  equipped  for  urine,  faeces, 
blood,  bacteriological,  serum,  vaccine,  frozen  and  paraffin  sections, 
and   Abderhalden   work. 

The  X-Ray  Laboratory  contains  the  most  modern  equipment. 
The  work  is  done  by  an  expert  radiographer. 

Clinics  are  held  six  half-days  each  week  during  the  entire  session 
of  the  medical  school.  The  clinical  advantages  offered  are  reserved 
for  the  benefit  of  the  students  of  the  Creighton  College  of  Medicine. 

College  Clinic  and  Dispensary 

The  clinic  and  dispensary  occupy  the  first  floor  of  the  south  wing 
of  the  college  building.  Here  are  a  large  waiting  room  for  patients, 
and  the  clinical  rooms,  which  communicate  directly  with  the  waiting 
room. 

Clinics  are  held  in  the  college  dispensary  rooms  six  days  each 
week.  There  have  been  established  the  following  departments:  A 
Clinic  of  Medicine,  Diseases  of  the  Chest,  Surgery,  Diseases  of  the 
Eye, Ear,  Nose  and  Throat;  Diseases  of  Children,  Skin,  Genito-Urinary, 
Venereal  Diseases,  Diseases  of  Women,  and  Neurology. 

The  material  is  utilized  for  the  benefit  of  the  student,  and  ample 
opportunity  is  afforded  to  examine  patients  under  the  direction  of  the 
physician  in  charge,  and  instructions  are  given  in  the  use  of  instruments 
and  methods  of  making  a  diagnosis. 

A  trained  nurse  is  in  constant  attendance  at  the  dispensary  to  as- 
sist in  the  care  of  patients   and   in  examinations  and   management  of 
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St.  Bernard's  Hospital 

St.  Bernard's  Hospital,  Council  Bluffs,  has  two  hundred  and 
fifty  beds  provided  for  nervous  and  insane  patients.  Here  the  instructor 
of  the  College,  in  mental  diseases,  takes  his  class  and  gives  them  the 
advantages  of  clinics  during  his  lectures  on  insanity. 

Mercy  Hospital,  Council  Bluffs 

Mercy  Hospital  is  one  of  the  adjuncts  to  the  clinical  advantages 
of  this  college. 

Whatever  clinical  material  can  be  utilized  is  reserved  by  this 
institution  for  the  benefit  of  the  students  of  the  Creighton  College  of 
Medicine.  The  internes  of  the  hospital  are  chosen,  each  year,  by  com- 
petitive examination  from  the  graduating  class  of  the  Creighton  College 
of  Medicine. 

Douglas  County  Hospital 

The  Douglas  County  Hospital  has  accommodations  for  1 20 
patients,  and,  being  supported  by  Douglas  County,  is  exclusively  a 
Charity  hospital.  The  class  of  patients  found  here  affords  an  especially 
fine  opportunity  to  study  all  forms  or  rare  and  chronic  diseases. 

City  Emergency  Hospital 

Visits  in  small  sections  are  made  to  the  City  Emergency  Hospital 
for  Infectious  Diseases. 

REQUIREMENTS  FOR  ADMISSION 

Admission  to  the  Four-Year  Course 
Candidates  for  the  four-year  course  in  medicine  will  be  admitted 
upon  the   following  conditions: 

1.  Presentation  of  a  bachelor's  degree  from  an  approved  college 
or  university,  provided  such  degree  includes  work  indicated  in  schedule 
below. 

2.  Presentation  of  grades  covering  one  year's  college  work 
in  Biology,  Chemistry,  Physics  and  a  Modern  Language  in  addition 
to  an  accredited  four-year  high  school  course,  as  follows: 
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College  Work  Required  for  Entrance  Into  the  Regular 
Four- Year  Course 


Lectures  and 

Branches  Recitations 

Physics    64  hours 

Chemistry    64  hours 

Biology    64  hours 

German  or  French 128  hours 

Total    320  hours 


Laboratory 

Work 
128  hours 
128  hours 
128  hours 


384  hours 


Total 
192  hours 
192  hours 
192  hours 
128  hours 

704  hours 


Admission  to  the  Five- Year  Course 

A  pre-medical  course  is  given  to  students  who  present  only  four 
years'  high  school  credits.  The  course  covers  a  college  year  in  biology, 
inorganic  chemistry,  physics  and  French  or  German,  and  is  given  in 
the  College  of  Arts  and  Sciences. 

Admission  to  the  Six- Year  Course,  Leading  to  the  Degree 
of  B.  S.  and  M.  D 

Four-year  high  school  credits  are  required  for  entrance  to  this 
course.  The  work  comprises  two  years  in  the  College  of  Science,  and 
includes  the  branches  specified  above  in  the  five-year  course. 

After  January  1,  1918,  the  above  two  years  will  be  required  for 
admission  to  the  College  of  Medicine. 


RULES  REGARDING  CONDITIONS  AND  FAILURES 

1 .  No  entrance  condition  to  the  four-year  course  may  be  carried 
into  the  Sophomore  year. 

2.  No  Freshman  deficiency  may  be  carried  into  the  Junior 
year. 

3.  No  Sophomore  deficiency  may  be  carried  into  the  Senior 
year.  No  more  than  five  semester  hours  of  Junior  deficiencies  may  be 
carried  into  the  Senior  year.  No  Junior  deficiencies  may  be  carried  into 
the  second  semester  of  the  Senior  year. 

4.  No  student  will  be  admitted  to  the  Senior  year  whose  average 
grade  for  the  three  years  preceding  is  less  than  75. 
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5.  Any  student  failing  in  branches  representing  one-half  the 
work  of  a  year  is  not  permitted  to  advance,  and  repeats  the  subjects  in 
which  he  has  failed,  taking  only  such  work  in  the  advanced  class  as 
does  not  conflict  with  these  subjects. 

6.  Students  who  fail  in  any  subject  are  required  to  take  that 
subject  again  the  following  year,  and  to  omit  any  subjects  in  the  ad- 
vanced year's  work  which  conflicts. 

7.  All  students  desiring  to  remove  conditions  must  communicate 
with  the  college  office.  A  charge  of$3.00is  made  for  each  re-examination 
in  the  didactic  course,  and  a  charge  of  $10.00  to  $15.00  for  a  repe- 
tition of  a  part  or  all  of  the  laboratory  work. 

ADVANCED  STANDING 

Time  credit  is  given  for  attendance  at  a  qualified  medical  school 
of  high  rank. 

Students  who  have  studied  medicine  in  a  recognized  school  may 
receive  subject  credit,  provided  that  they  have  passed  satisfactory  ex- 
aminations in  the  branches  which  they  have  completed,  and  have  satisfied 
the  Council  that  the  work  they  have  had  is  the  equivalent  of  that  given 
in  this  school. 

THE  COUNCIL 

All  matters  concerning  students,  such  as  admission,  advancement, 
advanced  standing  and  special  privileges,   are  settled  by  the  Council. 

EXAMINATIONS 

Final  examinations  in  all  subjects  taught  in  each  class  are  held 
at  the  close  of  each  semester.  Examinations  in  courses  occupying  part 
of  a  semester  are  taken  at  the  conclusion  of  the  subject.  The  final 
grade  will  be  the  result  of  the  combined  examination,  class  recitations, 
written  quizzes,  as  well  as  the  general  character  of  the  student's  work 
throughout  the  term. 
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REQUIREMENTS  FOR  GRADUATION 

A  candidate  must  be  at  least  twenty-one  years  of  age  and  must 
give  satisfactory  evidence  of  good  moral  character.  The  faculty  reserves 
the  right  to  sever  the  connections  of  any  student  with  the  institution  at 
any  time  on  the  ground  of  what  might  be  deemed  moral  or  mental 
unfitness  for  the  profession.  He  must  have  pursued  the  study  of  medi- 
cine for  four  years,  and  have  attended  four  full  courses  of  lectures  of 
at  least  eight  months  each;  of  these  the  last  must  have  been  in  this 
college.     He  must  pay  all  dues  four  weeks  before  the  final  examination. 

FEES  FOR  THE   REGULAR  MEDICAL   COURSE 

Matriculation  Fee  (Paid  but  once) $      5.00 

Tuition,  each  year 1 40.00 

Students'  Athletic  Fee 1 0.00 

Deposit    (returnable)     5.00 

Anatomy,  Bone  Deposit 5.00 

Laboratory  Fee,  Freshman,  Sophomore  and  Junior 5.00 

Graduation  Fee    10.00 

Tuition  and  fees  are  payable  in  advance  and  they  will  not  be 
returned  to  one  who  leaves  before  the  end  of  the  semester.  For  conven- 
ience of  the  students  half  the  tuition  may  be  paid  at  the  beginning  of 
October,  and  the  other  half  at  the  beginning  of  February.  A  discount 
of  $5.00  will  be  allowed  on  each  half  yearly  payment  of  tuition  made 
before  October  20th  and  February  20th  respectively,  making  each 
payment  $65,  and  the  year's  tuition  $130.00.  To  secure  this  discount 
all  other  fees  and  dues  must  be  paid. 

No  charge  is  made  for  dissecting  material,  but  each  student  is 
required  to  deposit  $5.00  at  the  beginning  of  the  term  to  cover  any 
damage  done  to  any  college  property.  The  amount,  less  the  actual 
cost  of  property  damaged,  will  be  returned  to  each  student  at  the  end 
of  the  session. 

When  possible,  loss  or  damage  is  charged  to  the  student  who  is 
responsible ;  but  in  some  cases  it  may  be  divided  among  a  class  or  a  group 
of  students  if  the  Dean  considers  such  procedure  just.  The  idea  is  to 
make  every  student  a  guardian  of  the  College  property. 
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Laboratory  and  deposit  fees  are  payable  in  advance  at  the  begin- 
ning of  the  school  year. 

Tuition  fees  are  payable  one-half  at  the  beginning  of  each  semester. 
No  fees  are  returnable  except  the  deposit  above  mentioned. 

GENERAL  OUTLINE  OF  COURSES 

The  standard  course  is  a  graded   four  years'  curriculum  in  the 

College  of  Medicine. 

The  chief  aim  of  this  school  is  to  prepare  the  graduates  for  the 
actual  practice  of  medicine,  to  give  them  that  practical  knowledge  and 
skill  v^^hich  will  enable  them  to  meet  all  the  requirements  of  the  modern 
physician. 

The  first  two  years  are  chiefly  devoted  to  teaching  the  student  the 
fundamentals  of  the  practice  of  medicine  and  surgery. 

The  plan  of  instruction  during  the  first  two  years  is  on  the  same 
general  principles  as  that  adopted  by  other  first-class  medical  institutions. 

The  instructors  of  the  first  and  second  year's  course  who  are  in 
charge  of  the  more  important  departments  are  all  graduates  in  medicine, 
broadly  educated  in  science,  and  many  have  been  successful  practi- 
tioners, who  now  devote  all  their  time  to  preparation  and  teaching  in 
their  departments. 

The  last  two  years  are  devoted  to  didactic,  clinical  and  laboratory 
work  in  the  various  divisions  of  medicine  and  surgery.  During  the 
third  and  fourth  years  the  didactic  work  systematically  covers  the  con- 
tents of  the  text  books  required  in  the  different  departments.  The  clin- 
ical instruction  consists  of  clinical  lectures  in  the  college  and  hospital 
amphitheatres  where  the  cases  are  discussed  in  detail.  It  is  the  duty  of 
clinical  instructors  to  show,  if  possible,  and  to  report  the  results  of  the 
treatment  from  time  to  time  while  the  patient  is  still  in  the  hospital;  to 
obtain  monthly  reports  from  certain  interesting  cases  after  they  have 
left  the  hospital,  and  report  to  the  class  so  that  the  students  will  become 
close  observers  and  become  firmly  impressed  with  the  ultimate  results  of 
the  case  and  treatment.  Some  of  the  clinical  instructors  will  devote  at 
least  one  hour  each  day  to  bedside  instruction  to  small  groups  of  senior 
students.  The  method  of  practical  instruction  is  on  a  plan  similar  to 
that  of  the  leading  European  institutions.     The  old   fashioned  amphi- 
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theatre  clinic,  held  by  the  busy  practitioner  who  cannot  spare  the  time  to 
thoroughly  study  his  cases  on  a  scientific  basis,  but  merely  presents  the 
rudiments  of  the  patient's  illness,  is  fast  becoming  obsolete  in  the  modern 
medical  college. 

The  instructors  of  Creighton  College  of  Medicine  are  men  well 
trained  in  their  special  sciences.  They  are  selected  from  among  those 
who  have  had  an  extensive  medical  training,  and  not  from  among  the 
busy  practitioners.  Most  of  the  instructors  consider  their  professional 
college  work  their  principal  duty,  and  are  men  who  also  have  received 
a  complete  medical  training  and  are  competent  consultant  practitioners 
and  trained  teachers. 

For  the  amphitheatre  clinic,  students  are  assigned  cases  which  they 
examine,  and  report  in  writing,  and  read  to  the  instructor  and  class. 
The  student's  observation  of  the  case  will  then  be  discussed,  and  the 
necessary  corrections  made.  Training  of  this  kind  will  enable  the 
student  to  observe  and  work  for  himself  and  become  familiar  with  the 
methods  of  case  examination  and  treatment. 

The  small  groups  of  the  class  will  have  the  privilege  of  personal 
bedside  instruction.  Sections  of  the  senior  class  will  also  have  the  op- 
portunity of  assisting  the  surgeons  during  operations. 

COLLEGE  DISPENSARY  CLINICS 

Separate,  large  and  well  equipped  clinic  rooms  occupy  the  first 
floors  of  the  main  college  building.  Classes  are  divided  into  small  sec- 
tions, each  section  under  a  competent  instructor.  These  clinics  are 
largely  patronized  by  a  great  variety  of  patients.  These  the  students 
are  required  to  examine,  make  the  diagnosis  and  prescribe  the  necessary 
treatment.  The  patients  are  sufficiently  numerous,  so  that  each  student 
will  personally  treat  from  two  to  three  patients  each  day  during  the 
junior  and  senior  terms. 

OUT   PATIENT  DEPARTMENT 

The  Obstetrical  Out-Service  Department  is  very  largely  patronized. 
Two  senior  students  are  assigned  to  each  case,  and  in  the  majority  of 
cases  the  students  are  notified  some  weeks  in  advance  so  that  they  can 
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visit  the  patients  every  four  days,  make  the  necessary  examination  and 
watch  for  any  abnormal  signs  that  may  develop  before  delivery.  If  the 
case  is  a  primapara,  small  or  contracted  pelvis,  or  a  multipara,  one 
where  the  previous  labors  were  difficult,  the  student  will  be  required 
to  have  the  assistance  of  a  clinical  instructor  in  that  department.  Compli- 
cated abnormal  cases  will  be  taken  at  the  college's  expense  to  a  hospital 
where  the  instructor  and  students  can  do  justice  to  the  patient. 

SCHEDULE  OF  HOURS 

First  Year 
Anatomy — 

Hours 

(a)  Gross  Anatomy 475 

(b)  Histology    150 

(c)  Embryology     96 

721 

Chemistry — 

(a)  Organic    144 

(b)  Physiological 1 80 


324 

1045 
Second  Year 

Hours 

Anatomy    (Topographical  and  Neurology)    160 

Physiology    350 

Materia   Medica    80 

Pharmacology 112 

Pathology 275 

Bacteriology    1 35 

Normal  Physical  Diagnosis 48 

Minor  Surgery    32 

1192 
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Third  Year  Hours 

Ophthalmology    84 

Ear,   Nose  and  Throat    80 

Obstetrics    128 

Gynecology 64 

Surgical  Pathology    64 

Surgery 232 

Medicine  (Including  Clinical  Microscopy) 384 

Pediatrics    64 

Nervous  Diseases 64 

Prescription  writing  and  Therapeutics 64 

T,      ^t.  xr  1228 

Fourth  Year  .. 

Hours 

Obstetrics    80 

Gynecology 68 

Surgery 280 

Orthopoedic  Surgery    48 

Pediatics 94 

Medicine 244 

Mental  and  Nervous  Diseases 64 

Dermatology  and  Syphilis    52 

Genito-Urinary   Diseases    56 

Medical  Ethics  and  Jurisprudence 30 

Therapeutics    32 

Anaesthesia 12 

Hygiene  and  General  Dietetics 45 

Vaccination 8 


ANATOMY  1103 

Professor    (to  be  appointed). 
EBEN  CAREY,  Instructor. 

The  instruction  in  this  department  is  continued  throughout  the 
first  and  second  year's  work  and  consists  of  recitations  on  assigned  sub- 
jects, supplemented  with  lectures  and  demonstrations.  Each  student 
during  the  two  years  must  dissect  every  part  of  the  human  body.     In  most 
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of  the  work  only  one  student  is  assigned  to  a  part  for  dissection,  thus 
giving  him  the  best  opportunity  to  acquire  dexterity  in  dissection  and  to 
become  intimately  acquainted  with  the  structure  of  the  body. 

The  Anatomical  laboratories  for  the  study  of  gross  anatomy  con- 
sists of  four  large  rooms  occupying  the  top  floor  of  the  college  building. 

The  instruction  in  Gross  Anatomy  is  chiefly  arranged  on  a  lab- 
oratory basis.  Dissecting  material  is  abundant,  the  student  has  the  op- 
portunity of  studying  Anatomy  from  his  own  dissections.  Each  student 
will  dissect  one-half  of  a  human  body.  Special  and  museum  specimens 
are  of  sufficient  number  and  variety  to  enable  the  student  to  become 
thoroughly  acquainted  with  practical  anatomy.  The  Class  is  divided 
into  sections,  under  the  constant  and  personal  supervision  of  the  head 
instructor. 

Daily  personal  quizzes  and  demonstrations  constitute  the  import- 
ant features  of  the  course.  Laboratory  Class  conferences  are  frequent. 
General  introductory  lectures  and  demonstrations  are  of  sufficient  numbers 
to  correlate  with  the  practical  laboratory  work. 

Ratings  in  Anatomy 

The  terminal  examination  in  anatomy  will  be  written,  oral  and 
recognition  of  dissected  specimen.  The  final  grade  will  be  made  up 
of  the  terminal  examination  and  of  the  general  character  of  the  student's 
work  and  recitation  throughout  the  term. 

Freshman  students  are  provided  with  a  chest  containing  a  dis- 
articulated skelton  which  is  returnable  to  the  College  at  the  end  of  the 
Freshman  term. 

A  fee  of  $3.00  for  usage  and  depreciation  is  charged. 

Gross  Anatomy 

Courses  Required — 

Course   1 .      Preliminary  and  comparative  osteology,  lectures,  demonstra- 
tions, recitations  and  laboratory  work. 
Course  II.      Preliminary  dissection  of  one  of  the  lower  animals. 
Course  III.      Dissection  of  the  upper  extremity  and  thorax. 
Course  IV.      Dissection  of  the  lower  extremity. 
Course  V.    Preliminary  Visceral  Anatomy. 
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Laboratory  work   12  hours  each  week   for  20  weeks.      General 
class  room  lectures,  demonstrations  and  recitations  1  1 2  hours. 
Course  VI.      Anatomy  of  the  Abdomen,  Pelvis  and  Genitals. 
Course  VII.      Anatomy  of  the  Head  and  Neck. 
Course  VIII.      Anatomy  of  the  Nervous  system.     Gross  and  Micro- 
scopic. 
Course  IX.      Topographical  Anatomy. 
Course  X.      Lecture  and  Quiz.     Course  of  the  lymphatic,  arterial  and 

nervous  system. 

Class  room  and  laboratory  demonstrations,  lectures  and  recitations 
are  of  sufficient  number  to  correlate  with  the  laboratory  work. 
Course  XI.      Applied  and  Clinical  Anatomy  in  the  Senior  year. 

Illustrated  and  practical  lectures,  concerning  certain  clinical  cases  at 
the  hospital,  the  Anatomy  of  living  structures  is  demonstrated  on  selected 
operative  cases.  The  purpose  of  this  course  is  to  correlate  the  laboratory 
with  the  living  Anatomy. 

DIDACTIC  AND  LABORATORY 

The  course  in  Histology  embraces  the  practical  study  of  cells, 
tissues  and  organs  by  means  of  outlines,  models,  projection  apparatus 
and  sections.  Each  student  is  provided  with  a  microscope,  with  drawer 
for  boxes,  slides,  covers,  needles,  etc.,  necessary  for  microscopic  work. 
The  stains  are  provided.  The  student  is  expected  to  furnish  his  own 
slides,  boxes  and  covers,  and  the  specimens  as  they  are  mounted  become 
his  own  property.  The  instruction  consists,  first,  of  a  series  of  outlines 
of  word  pictures  giving  in  a  concise  manner  the  cell  tissue  and  organ 
structure;  secondly,  of  models  colored  to  represent  the  stained  parts 
and  so  made  that  all  the  tube  structures  may  be  built  up  and  demon- 
strated; thridly,  of  a  new  Zeiss  projection,  in  which  the  sections  may  be 
demonstrated,  and  forthly,  of  sections  which  are  studied  with  the 
microscope.  This  combination  of  the  word  picture,  model  picture, 
projection  picture,  and  real  picture,  constitute  a  successful  demonstration 
of  animal  structure  easy  of  comprehension. 

The  course  in  Histology  systematically  covers  the  minute  structure 
of  the  human  body;  material  from  some  of  the  lower  animals  is  also 
used  for  comparative  study. 
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PHYSIOLOGY  AND   PHARMACOLOGY 

ARCHIBALD  L.  MUIRHEAD.  M.  D..  Professor  of  Physical  and 

Pharmacology. 
HERBERT  F.  GERALD,  M.  D.,  Associate  Professor  of  Pharmo- 

cology   and   Materia   Medica. 
AUGUSTUS    K.    DETWEILER,    A.    B.,    M.    D..    Professor    of 
Clinical  Therapeutics  and  Director  of  the  Tuberculosis  Clinic. 

The  Department  of  Physical  and  Pharmacology  occupies  the 
entire  second  floor  of  the  south  college  building. 

North  of  the  main  stairway  is  a  large  lecture  room  well  lighted 
from  the  west  and  north.  It  has  a  seating  capacity  of  about  100  and 
is  equipped  with  a  large  demonstration  table  supplied  with  water,  gas 
and  electricity.  South  of  the  stafrway  is  a  hall  giving  access  to  several 
small  laboratories  and  study  rooms  used  by  the  teaching  staff,  and  store 
room  for  supplies.  The  entire  south  end  of  this  floor  is  a  large  room 
30x66,  used  as  a  student  laboratory.  It  is  well  lighted  from  the  east 
and  south  and  provided  with  seats  for  class  conferences  and  recita- 
tions as  well  as  with  tables  and  lockers  for  laboratory  work.  The 
department  has  the  privileges  of  the  general  animal  room  in  the  college 
building  and  is  adequately  supplied  with  apparatus  and  equipment  for 
class  or  individual  work  in  physiology  and  pharmacology. 

Physiology 

The  instruction  in  physiology  is  based  on  laboratory  work  and 
class  demonstrations.  In  the  laboratory  the  students  in  small  groups  of 
two  or  three  perform  experiments  which  exemplify  the  fundamental 
laws  of  the  physiology  and  observe  and  make  note  of  the  phenomena 
upon  which  these  laws  are  based.  The  demonstrations  given  to  large 
student  groups,  or  the  entire  class,  present  experiments  usually  too  diffi- 
cult for  students  to  perform  unaided.  This  work  forms  an  experi- 
mental basis  for  the  systematic  course  in  physiology  presented  in  lectures 
given  concurrently.  Frequent  quizzes  and  conferences  help  to  maintain 
the  interest,  and  direct  the  home  reading  of  students. 
Course   I.      General      Physiology.      Demonstrations,      illustration      by 

lantern  slides  and  laboratory  work,  two  periods  of  two  hours  each. 
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and  lectures  and   recitations  two  periods  of  one  hour  each,   per 

week  for  the  first  half  of  one  semester. 

This  course  consists  of  instruction  in  cellular  biology,  differentia- 
tion of  function,  physiology  of  the  muscular  system  and  of  nerve-muscle 
preparations. 

Course   II.      Demonstrations,   illustration   by   lantern   slides    and   labo- 
ratory work,  two  periods  of  two  hours  each,  and  lectures  and  reci- 
tations two  periods  of  one  hour  each   per  week  for  one-half  of  one 
semester. 
This  course  consists  of  instruction  in  the  physiology  of  respiration 

and   circulation   with  the  cytology   and  composition  of  the  circulating 

fluids  of  the  body. 

Course   III.      Demonstrations,   illustration   by  lantern   slides   and   labo- 
ratory work,  three  periods  of  two  hours  each,  and  lectures,  con- 
ferences and  recitations  four  periods  of  one  hour  each  per  week 
for  one-half  of  one  semester. 
This  course  consists  of  instruction  in  the  physiology  of  digestion, 

nutrition,  animal  heat  and  secretion,  including  the  endocrinous  glands. 

Course  IV.      Demonstrations,   illustration  by  lantern   slides   and  labo- 
ratory work  three  periods  of  two  hours  each  and  lectures,   con- 
ferences and  recitations  four  periods  of  one  hour  each  per  week  for 
one-half  of  one  semester. 
This  course  consists  of  instruction  in  the  physiology  of  reproduction, 

physiological  neurology  and  physiology  of  the  special  senses. 

Course  V.      (Elective).     Advanced  Physiology. 

This  course  is  open  to  students  who  have  completed  the  required 
courses  in  physiology  satisfactorily.  It  is  designed  as  an  introduction  to 
the  investigation  of  physiological  problems.  The  student  taking  this 
course  must  acquaint  himself  with  the  literature  of  the  subject  to  be 
studied,  must  repeat  the  experiments  which  have  been  made  by  others  and 
try  to  devise  new  methods  of  approaching  the  problem.  Although 
working  under  direction  the  student  will  be  encouraged  to  develop 
originality  and  independence. 
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MATERIA  MEDICA  AND  PHARMACOLOGY. 
ASSOCIATE  PROFESSOR  GERALD  and  Assistants. 

Materia  Medica 

The  course  in  materia  medica  consists  of  lectures,  recitations  and 
monthly  written  tests.  Instruction  is  given  covering  the  materia  medica 
of  organic  and  inorganic  drugs,  their  preparations  and  pharmaceutical 
methods  of  production.  Demonstrations  of  crude  drugs  and  official 
preparations  are  made  to  familiarize  the  student  with  their  physical 
appearance. 

Course  I.      Lectures,  recitations  and  demonstrations,  three  periods  of 
one  hour  each  per  week  for  one  semester. 

This  course  consists  of  instruction  in  the  materia  medica  of 
those  organic  drugs  which  are  characterized  chiefly  by  their  local 
action,  the  study  of  their  preparations  and  pharmaceutical  methods 
of  manufacture,  including  a  thorough  drill  in  the  systems  of 
weights  and  measures.  A  monthly  written  test  is  given  for  re- 
view of  the  month's  work. 

Course  II.      Lectures,  recitations  and  demonstrations,  three  periods  of 

one  hour  each  per  week  for  one  semester. 

This  course  covers  the  materia  medica  of  organic  and  inorganic 
drugs  characterized  chiefly  by  their  action  after  absorpiton,  with 
demonstrations  of  crude  drugs  and  chemicals,  their  preparations  and 
methods  of  manufacture.  A  monthly  written  test  is  given  for  review 
of  each  month's  work. 

Pharmacology 

The  instruction  in  pharmacology  is  based  on  laboratory  work  and 
class  demonstrations.  In  the  laboratory  the  students  work  in  small 
groups  of  two  or  three,  performing  experiments  which  illustrate  the 
chemical  and  physical  characteristics  of  the  most  important  medicinal 
drugs  together  with  a  study  of  their  pharmacological  action  on  animals. 
Each  student  observes  and  makes  notes  of  the  results  and  principles 
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involved.  Experiments  which  are  not  suitable  for  the  small  groups, 
on  account  of  their  difficulty  of  accomplishment,  are  demonstrated  to 
large  student  groups  or  to  the  entire  class  as  occasion  requires.  Con- 
jointly with  the  laboratory  work  are  given  lectures  to  systematically 
cover  the  course  in  pharmacology,  thus  correlating  the  principles  under- 
lying the  action  of  drugs  with  their  practical  demonstration  in  animals. 

Frequent  recitations  are  held  to  determine  the  advancement  of  the 
students  and  stimulate  collateral  reading. 

Course  III.  Demonstrations  and  laboratory  work  two  periods  of  two 
hours  each  and  lectures  and  recitations  one  period  of  one  hour  per 
week  during  one  semester. 

This  course  consists  of  instruction  in  the  chemical  and  physical 
characteristics  of  drugs,  the  pharmaceutical  manufacture  of  certain 
classes  of  preparation  and  the  pharmacological  action  of  the  more  im- 
portant therapeutic  drugs. 

Course  IV.      (Elective).      Advanced  Pharmacology. 

This  course  is  open  to  students  who  have  completed  satisfactorily 
the  three  preceding  courses.  It  is  designed  as  an  introduction  to  the 
investigation  of  pharmacological  problems,  such  as  the  physiological 
action  of  new  drugs  or  a  more  accurate  study  of  those  imperfectly 
known  with  the  designing  of  new  methods  for  the  study  of  their  action. 
The  student  works  under  the  direction  of  the  department  but  is  en- 
couraged to  do  original  work. 

Course  V.  Lectures,  recitations  and  conferences,  two  periods  of 
one  hour  each  per  week  for  one  semester  of  the  second  year. 

This  course  consists  of  instruction  in  the  action  of  the  more  im- 
portant drugs  in  disease  and  diseased  conditions  together  with  short 
discussions  of  the  pathological  and  functional  changes  which  occur  in 
some  of  the  more  common  diseases.  Special  attention  is  paid  to  pre- 
scription writing  in  regard  to  selection  of  drug,  correct  Latin,  doses  and 
the  best  methods  of  administration. 


This  coming  year  the  departments  of  physiology  and  pharmacology 
will  be  separated. 


26  THE      CREIGHTON      UNIVERSITY      BULLETIN 

PATHOLOGY  AND  BACTERIOLOGY 

JAMES  S.  FOOTE.  M.  D..  Professor  of  Pathology. 
Instructor  (to  be  appointed). 

Instruction  in  this  department  is  given  in  the  second,  third  and 
fourth  years  by  lectures,  quizzes,  laboratory  work  and  demonstrations 
of  fresh  and  prepared  specimens  obtained  from  autopsies,  surgical  oper- 
ations and  dispensary. 

Course   I.'      General    and   Special    Pathology,    second   year,    first   and 

second  semesters. 

Under  general  pathology  are  considered  the  principles  which  are 
concerned  with  degeneration,  inflamatory  and  tumor  processes:  and  also 
the  nature  of  infection  and  immunity.  The  lectures  given  on  these 
subjects  are  further  made  explanatory  by  quiz  conferences.  The  object 
of  these  lectures  and  quizzes  is  to  introduce  the  subject  and  establish 
in  the  mind  of  the  student  a  conception  of  the  activities  involved  in 
pathology. 

Special  Pathology 

Under  special  pathology  will  be  considered  the  pathological  hist- 
ology of  the  diseases  of  the  respiratory,  circulatory,  alimentary,  genito- 
urinary symptoms  and  tumors,  together  with  the  pathological  physiology 
of  each.     This  part  of  the  course  is  taken  up  in  the  laboratory. 

Course  II.      General  Bacteriology,  second  year,  first  semester. 

This  is  a  practical  course  covering  the  preparation  of  culture  media, 
principles  of  sterilization  and  disinfection,  the  methods  of  isolation, 
cultivation  and  staining  of  bacteria.  The  student  first  makes  a  biological 
examination  of  water,  air,  and  soil,  and  then  studies  the  most  important 
forms  of  pathogenic  micro-organisms. 

The  technique  of  the  various  diagnositic  procedures  carried  on 
in  the  bacteriological  laboratory:  such  as  the  Widal  reaction,  blood 
cultures,  throat  cultures,  sputurm  examination,  bacteriological  examination 
of  various  body  fluids  and  examination  of  posted  bodies  is  given. 

Course  III.     Infection  and  Immunity,  second  year,  first  semester. 
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This  lecture  course  is   given   in  conjunction  with   the  laboratory 
course  II. 
The  most  important  pathogenic  bacteria  are  consedered. 

Course  IV.      Hygiene,  second  year. 

Special  lectures  and  quizzes  will  be  given  on  vital  statistics: 
ventilation,  school  hygene,  climate,  soil,  sewage  disposal,  milk  control, 
water  supplies  and   food  and  diet. 

A  laboratory  course  in  bacteriological  analysis  of  water,  milk  and 
food.  Methods  of  determining  value  of  disinfectants.  Sanitary  ex- 
cursions for  the  inspection  of  dairies,  stock  yards,  filter  plant,  etc. 

Course  V.  Surgical  Pathology,  third  year,  first  and  second  semesters. 
This  course  consists  in  the  study  of  material  from  the  surgical  clinics 
and  autopsies.  The  pathological  changes,  gross  and  mircrscopic,  are 
considered  in  connection  with  the  diagnostic  and  clinical  signs  and 
symptoms. 

Course  VI.     Clinical  Pathology,  third  year,  first  and  second  semesters. 

This  course  is  given  throughout  the  whole  year  and  is  divided  into 
lecture  and  laboratory  work.  Each  student  makes  all  the  various 
examinations  of  sputum,  gastric  analysis,  urine,  feces,  blood  and  serous 
fluids  of  the  body.  Material  is  furnished  from  the  clinic,  and  from 
St.  Joseph's  Hospital.  This  work  is  done  in  sections  under  the  direction 
of  the  instructor  in  charge  and  the  findings  are  considered  in  connection 
with  the  symptomatology  of  the  case  for  the  benefit  of  the  student. 
Students  are  given  practical  work  in  compliment  fixation  tests,  making 
of  vaccines,  and  doing  other  practical  work  in  serology  in  the  laboratory 
fitted  for  the  purpose. 

Lectures  and  conferences  are  held  2  hours  weekly.  The  con- 
ference work  dwelling  on  cases  of  special  interest  that  have  been  worked 
up  by  the  student  and  this  is  discussed  by  the  class. 

Course  VII.      Autopsies  and  Gross  Pathology. 

The  technique  of  post-mortem  examinations  is  demonstrated  and 
the  gross  pathology  of  the  organs  derived  from  these  examinations  is 
given  throughout  the  fourth  year. 
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CHEMISTRY 

CHARLES  F.  CROWLEY.  Professor. 
Instructor   (to  be  appointed). 

The  present  state  of  medicine  necessitates  the  acceptance  of  chem- 
istry as  one  of  the  major  subjects  in  the  curriculum  of  the  first  year.  The 
fundamental  principles  of  this  science  have  their  application  in  every 
nook  and  corner  of  medicine.  Chemistry  is  the  ground-w^ork  for  the 
successful  up-building  of  courses  in  pharmacology,  physiology,  bacteri- 
ology, and  materia  medica  as  well  as  most  of  the  other  branches  of 
medicine.  The  special  needs  of  the  medical  student  are  continually 
kept  in  mind  and  chemistry  from  the  medical  standpoint  is  developed  for 
the  medical  student.  It  is  necessary  to  emphasize  those  phases  of 
Chemistry  which  are  of  interest  and  importance  to  the  physician. 

A  large  laboratory  is  provided  the  chemistry  classes.  Special  at- 
tention is  given  to  the  light  and  ventilation.  Several  rooms  are  fitted  up 
for  work  with  the  spectroscope,  polariscope,  calorimeter,  and  other  in- 
struments, in  order  to  enable  the  student  to  become  familiar  with  their 
application  as  aids  in  the  study  of  medicine.  Opportunity  is  furnished 
the  student  to  come  into  immediate  contact  with  analysis  of  water 
supplies,  milk  and  other  foods.  The  chemical  department  has  available 
in  its  various  rooms  more  than  7,000  square  feet  of  floor  space. 

Course  I.      Organic  Chemistry.     Lectures  and  recitations  three  hours 

a  week  one  semester. 

The  classes  of  compounds  of  the  Aliphatic  and  Aromatic  series  are 
covered  from  a  theoretic  standpoint  so  that  the  student  becomes  familiar 
with  their  characteristics  and  properties.  Classroom  demonstration  sup- 
plements the  lecture  work.  Special  stress  and  specific  attention  is  given 
to  fats,  carbohydrates,  proteins,  and  the  toxicology  of  organic  poisons, 
so  that  the  substances  met  in  Bio-chemistry  are  understood.  The  im- 
portant phases  of  physical  chemistry  are  introduced  to  cover  a  study  of 
solution  and  colloids. 

Course  II.     Laboratory,  six  hours  a  week  for  one  semester. 

Several  organic  compounds  are  made  by  each  student.  He  also 
performs   the  reaction    for  the  identification  of  the  various  classes   of 
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compounds  and  for  the  individual  substances,  as  well  as  tests  for  the  more 
common  organic  poisons,  methods  of  toxicological  proceedurs,  and 
the  deleciicn  of  foreign  items  in  sophisticated  material. 

Course  III.      Physiological  Chemistry.    Lectures  and  recitations,    four 

hours  a  week  for  one  semester. 

The  chemical  compounds  of  the  body  are  studied  as  regards  their 
derivation,  metabolism,  and  destiny,  including  enzymes,  fats,  carbo- 
hydrates, and  proteins  are  found  in  bile,  lymph,  muscle,  nerve  tissue, 
bone,  saliva,  gastric  justice,  pancreatic  secretion,  milk,  urine  and  faeces. 

Course  IV.      Laboratory,  eight  hours  a  week  for  one  semester. 

Experimental  work  in  the  study  of  foods  and  the  secretions  of 
the  body,  their  intermediate  changes  and  end  products  is  carried  on  in- 
troducing qualitative  tests  and  quantitative  methods.  Kjeldahl  determin- 
ations of  nitrogen  are  made  and  training  is  given  in  the  use  of  calorimeters, 
polariscopes,  spectroscopes,  colorimeters,  and  other  apparatus  as  would 
serve  to  give  the  student  a  proper  understanding  of  the  subject  for  the 
needs  of  the  physician. 

MEDICINE 

Including  Physical  Diagnosis  and  Therapeutics 

ARTHUR  D.  DUNN,  A.   B.,   M.  D.,  Professor  and  Director  of 

Medicine. 
MILLARD  LANGFELD,  A.   B.,  M.  D.,   Professor  of  Medicine. 
BRYAN  M.  RILEY,  A.  M.,  M.  D.,  Professor  of  Medicine. 
JAMES  M.  BARSTOW,  M.  D.,  Professor  of  Therapeutics. 
HENRY  M.  AKIN,  A.  B..  M.  D.,  Professor  of  Gastro-Enterology. 
ADOLPH  SACHS,  M.  D.,  Associate  Professor  of  Medicine. 
AUGUSTUS    K.    DETWEILER,    M.    D.,    Professor   of   Clinical 

Theapeutics. 
NICHOLAS  F.  STEINER,  M.  D..  Instructor  in  Medicine. 
FRANK  M.  CONLIN,  M.  D.,  Instructor  in  Medicine. 
HOMER  D.  LURVEY,  M.  D.,  Instructor  in  Medicine. 
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JOHN  D.  DWYER,  M.  D.,  Instructor  in  Medicine. 

WARREN  Y.  THOMPSON,  B.  S.,  M.  D..  Instructor  in  Physical 

Diagnosis. 
GEORGE  PRATT,  M.  D.,  Instructor  in  Medicine  and  Superintend- 
ent of  Out-Patient  Dispensary. 
HERBERT  F.  GERALD,  M.  D.,  Instructor  in  Hygiene. 
THOMAS  D.  BOLER,  M.  D.,  Instructor  in  Medicine. 

The  purpose  of  the  Department  of  Medicine  is  essentially  to  de- 
velop methods  of  anatomical  and  physiological  thinking  as  applied  at  the 
bedside  in  diagnosing  and  treating.  Physical  and  clinical  diagnosis, 
pathology  and  symptomalogy  are  utilized  as  means  toward  this  end. 

Physical  Diagnosis — Normal 

Didactic  Course,  two  hours  each  week  for  two  semesters.  Assigned 
text-book  work  is  given,  and  in  the  recitations  the  elementary  physical 
principles  and  normal  anatomical  relationships  are  emphasized.  The 
didactic  work  is  supplemented  by  demonstrations  and  practice  on  normal 
individuals.  The  technique  of  palpitation,  percussion  and  ausculation  is 
dwelt  upon. 

Practical  Course,  thirty-two  hours  for  each  section  of  the  class; 
individual  training  in  the  methods  of  physical  examination  and  the 
recognition  of  normal  findings  in  the  healthy  human  subject. 

Physical  Diagnosis 

Didactic  Course,  one  hour  each  week  for  two  semesters.  The  phys- 
ical principles  of  diagnosis  as  applied  to  disease  are  further  elucidated 
and  the  pathological  significance  of  palpatory,  percutory,  and  auscula- 
tory  findings  developed. 

Practical  Course:  Supplements  the  didactic  teachings.  To  this 
end  the  clinical  lectures  and  practical  demonstrations  will  be  utilized. 
Small  sections  will  be  taken  to  the  wards  of  St.  Joseph's  and  County 
Hospitals,  where  selected  cases  will  be  shown  and  opportunity  given 
the  student  to  acquaint  himself  with  abnormal  findings.  Each  student 
will  devote  twenty- four  hours  to  this  work. 
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Clinical  Diagnosis 

Didactic  Course  of  two  hours  for  eight  weeks  is  devoted  to  the 
explanation  and  demonstration  of  the  methods  most  commonly  employed. 
On  the  completion  of  this  introductory  course  each  section  of  the  class 
will  proceed  with  the  laboratory  work. 

Laboratory  Course,  thirty-two  hours  of  individual  work  each 
section. 

The  Laboratory  of  Clinical  Diagnosis  is  located  on  the  same 
floor  with  the  dispensary  rooms.  The  laboratory  is  equipped  to  accom- 
modate ten  students.  A  desk,  locker,  blood  examining  instruments, 
reagents  and  stains  and  all  necessary  apparatus  are  furnished  each  student. 
In  addition  to  these,  the  laboratory  has  a  general  equipment  of  a 
variety  of  apparatus  and  instruments  required  for  all  the  recognized 
methods  of  physical,  chemical  and  bacteriological  examinations.  Each 
student  will  have  practice  in  macroscopic,  microscopic,  chemical  and 
bacteriological  examinations  of  blood,  urine,  stomach,  stomach  contents, 
feces,  exudates,  transudates,  and  of  tissues  removed  for  investigation. 
Interpretation  of  laboratory  findings  will  always  be  held  uppermost. 
The  technique  of  the  Wasserman  reaction  will  be  shown  and  its  biolog- 
ical principles  and  interpretation  discussed. 

PRACTICE    OF   MEDICINE 

Third  and  Fourth  Years 

The  third  year  work  is  largely  given  over  to  the  quiz  lecture  and 
to  the  dispensary.  The  text-book  assignments  are  made  for  quizzes, 
and  the  student  is  held  rigidly  to  the  assigned  subject.  The  instructor 
supplements  and  develops  the  text  and  an  effort  is  made  to  impart  to 
the  student  the  knowledge  of  disease  that  is  necessary  for  the  inter- 
pretation of  signs  and  symptoms. 

The  fourth  year  work  is  chiefly  clinical.  Didactic  lectures  with 
occasional  quizzes  are  given  on  those  diseases  which  either  possess  large- 
ly a  theoretical  interest,  or  which  do  not  lend  themselves  well  to  bedside 
work,  or  which  are  sufficiently  uncommon  to  make  adequate  demon- 
stration uncertain. 
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The  medical  work  is  brought  as  largely  as  possible  to  the  bedside 
and  thus  the  student  comes  into  intimate  contact  with  the  patient  and 
with  the  manifestations  of  diseases.  Cases  demonstrated  in  the  clinical 
lectures,  wherever  possible,  have  been  studied  by  groups  of  students  and 
these  students  are  obliged  to  take  part  in  the  demonstration  and  in  the 
development  of  diagnosis.  The  student's  view  of  the  case  is  always  in- 
sisted upon  and  he  is  carefully  quizzed  as  to  case  history,  findings, 
methods  of  examination,  on  the  disease  itself,  on  allied  conditions,  and 
upon  its  differential  diagnosis.  His  medical  reasoning  is  given  careful 
consideration.  In  this  manner  each  student  comes  in  personal  contact 
with  a  goodly  variety  of  cases  during  the  year  and  is  grounded  in  the 
fundamental  methods  of  case  study. 

The  Clinical  Instruction  at  the  hospital  is  given  to  the  third 
and  fourth  year  students.  Each  class  meets  at  different  hours  for  the 
Amphitheatre  Clinics.  Bedside  and  clinical  conferences  are  given 
to  each  section  of  the  third  and  fourth  year  classes.  Students  are  as- 
signed patients  and  are  required  to  make  a  physical  and  laboratory 
examination  of  their  patients,  to  systematically  record  their  findings, 
arrive  at  a  diagnosis  and  to  suggest  the  treatment.  The  patient  with  the 
case  history  will  then  be  presented  to  the  instructor  and  clinical  class 
for  discussion.  The  instructor  finally  expresses  his  opinion  of  the  case 
and  the  best  method  of  treatment. 

At  the  College  Dispensary  both  the  third  and  fourth  year  classes 
are  separated  into  small  sections  and  are  personally  trained  in  the  methods 
of  diagnosis  and  treatment. 

Third  Year 

Didactic  Course.  The  principles  and  practice  of  medicine  con- 
sists chiefly  of  text-books,  recitations  on  assigned  subjects,  three  hours 
each  week  for  two  semesters. 

Hospital  Clinical  Course.  Clinical  lectures  at  Douglas  County 
Hospital  two  hours  each  week  for  two  semesters  and  at  St.  Joseph's 
Hospital  two  hours  each  week  during  the  second  semester. 

College  Dispensary  Clinics,  two  hours  daily  for  eight  weeks  for 
each  section  of  the  class. 

Bedside  Clinic  sixteen  to  twenty- four  hours  each  section  of  the 
class. 
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Fourth  Year 

Didactic  lectures  and  recitations  covering  selected  subjects  of 
the  practice  of  medicine,  two  hours  each  week  for  two  semesters. 

Hospital  Clinical  Course.  Clinical  lectures  at  St.  Joseph's  Hos- 
pital two  one  and  a  half-hour  periods  for  the  first  semester;  two  one  and 
a  half-hour  periods  for  the  second  semester.  Douglas  County  Hospital, 
one  two-hour  period  for  two  semesters. 

Bedside  Teaching  at  St.  Joseph's  and  Douglas  County  Hospital. 
Each  section  devotes  about  16  hours  to  this  work  and  consists  of  bedside 
conference,  and  the  examination  of  patients  including  the  various  labo- 
ratory diagnostic  methods;  the  work  is  mostly  personal. 

College  Dispensary  Clinics,  one  and  a  half  hours  daily  for  eight 
weeks  for  each  section  of  the  class. 

THERAPEUTICS 

The  course  in  Clinical  Therapeutics  consists  of  lectures,  quizzes 
and  dispensary  work  extending  through  the  Junior  and  Senior  years. 

The  first  part  of  the  lecture  course  is  designed  to  supply  the  in- 
formation acquired  from  preceptors,  the  remainder  consists  of  the  ap- 
plication of  the  scientific  data  obtained  in  the  course  of  Pharmacology, 
as  well  as  mechanical,  physical  hygiene  methods.  Immunity,  serum 
and  vaccin  therapy  will  be  discussed  in  their  relation  to  physiology  and 
pathology. 

Clinical  Therapeutics — Defined  outlines  of  treatment.  Prescrip- 
tion must  be  prepared  by  each  student  from  case  histories  in  the  class 
room  as  well  as  case  histories  taken  by  him  in  the  dispensary. 

Seminar — Each  student  will  make  an  investigation  and  report  upon 
some  special  form  of  modern  therapeutics,  such  as  X-Ray  light. 

AUTOPSIES 

Effort  is  made  to  demonstrate  as  many  cases  as  possible.  During 
the  last  year  members  of  the  Senior  class  had  the  opportunity  of  seeing 
15  to  20  cases  that  had  been  demonstrated  in  the  clinical  course,  thus 
correlating  symptomatology  and  morbid  anatomy.  This  work  is  given, 
at  irregular  hours  and  upon  notification  to  the  class. 
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NERVOUS  AND  MENTAL  DISEASES 

Third  and  Fourth  Years 

GEORGE  A.  YOUNG,  M.  D.,  Professor. 
GEORGE  W.  DISHONG.  M.  D..  Assistant  Professor. 

Third  Year 

(a)  Lecture  quiz  course  in  regional  diagnosis  of  the  nervous 
system,  one  hour  weekly,  one  semester. 

(b)  Diseases  of  the  peripheral  nevres,  spinal  meninges  and  spinal 
cord,  one  hour  weekly,  one  semester. 

It  is  the  especial  aim  of  the  department  of  neurology  that  the  Stu- 
dents of  the  Junior  Class  be  thoroughly  grounded  in  the  anatomy,  physi- 
ology, pathology  and  reginal  diagnosis  of  the  nervous  system.  By  this 
means  they  will  be  thoroughly  equipped  to  profit  by  the  excellent  clinical 
material  offered  during  the  Senior  year  at  St.  Joseph's  Hospital,  the 
County  Hospital  and  the  out-patient  department  of  the  College. 

Fourth  Year 

(c)  Nervous  Diseases,  Didactic  Course,  lectures  and  recitations, 
one  hour  each  week  for  two  semesters. 

Organic  diseases  of  cerebrum,  cerebellum,  pons  and  medulla  oblon- 
gata. 

Diseases  of  nervous  system  without  known  anatomical  basis. 
Neurasthenia,  hysteria,  psychasthenia,  and  allied  psychoneuroses. 
Symptomatic  disorders  of  the  nervous  system. 

(d)  Clinic  at  Douglas  County  Hospital  one  and  a  half  hours 
weekly   for  one  semester. 

(e)  Hospital  Amphitheatre  Clinical  lectures  demonstrating  the 
various  nervous  affections,  methods  of  diagnosis  and  treatment,  one  and 
a  half  hours  weekly  for  two  semesters.  St.  Joseph's  Hospital  is  amply 
supplied  with  a  great  variety  of  neurological  patients,  therefore  practically 
all  of  the  diseases  discussed  in  the  didactic  course  of  both  Junior  and 
Senior  will  have  clinical  representation. 
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SURGERY 

Third  and  Fourth  Years 

CHARLES  C.  ALLISON,  M.  D.,  Professor  and  Director. 
HUGO  WIGHTMAN,  M.  D.,  Professor  of  Surgery. 
TIMOTHY  J.   DWYER,  M.   D.,  Associate  Professor  of  Surgery. 
GEORGE  F.  SIMANEK,  M.  D.,  Associate  Professor  of  Surgery. 
FRANK  J.  SCHLEIER,  M.  D..  Assistant  Professor  of  Surgery. 
ALBERT    P.    TYLER,    A.    B.,    M.    D.,    Assistant    Professor    of 

Orthepedic  Surgery. 
CHARLES  J.  NEMIC,  M.  D.,  Instructor  in  Surgery. 
LOUIS  A.   DERMODY,   M.   D..   Instructor  in  Bone-Grafting. 
HUGO  CHALOUPKA,  M.  D.,  Instructor  in  Surgery. 
EMIL  L.  De  LANNEY.  M.  D.,  Instructor  in  Proctology. 
LOUIS  M.  SHRAMEK.  M.  D.,  Instructor  in  Surgery. 
TENNYSON  HARRIS,  B.  S.,  M.  D..  Instructor  in  Surgery. 
CLARENCE  B.  FOLTZ,  M.  D.,  Instructor  in  Surgery. 

The  course  in  this  department  systematically  covers  the  entire  field 
of  surgery.  Instruction  by  lectures,  recitations  and  clinical  demonstra- 
tions in  hospital  amphitheatre,  college  clinic  rooms  and  laboratory.  The 
didactic  work  given  during  the  two  years  covers  the  entire  book  which 
is  required  as  the  text,  supplemented  by  the  lectures  of  additional  surgical 
literature  and  personal  experience.  The  didactic  surgical  course  is  so 
divided  that  the  combination  comprises  a  systematic  and  thorough  course 
is  surgery.  The  more  elementary  parts  are  taken  up  during  the  junior 
year,  and  the  remaining  surgical  subjects  completed  during  the  senior 
year. 

The  course  of  Clinical  Surgery  at  the  hospital  consists  of  clinical 
lectures,  minor  and  major  operations  and  orthopedic  surgery.  The 
course  includes  bedside  treating  for  each  section  of  the  class.  Each 
student  will  be  required  to  examine  and  record  the  results  of  his  ex- 
amination of  a  number  of  surgical  cases,  and  to  suggest  the  indicated 
treatment.  The  case  history  will  then  be  submitted  to  the  instructor 
in  charge  and  the  necessary  additions  and  corrections  made.     Under  the 
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guidance  of  an  instructor  the  students  will  have  the  privilege  of  admin- 
istering anaesthetics  including  nitros  oxide  and  oxygen,  assisting  at  opera- 
tions and  learning  operating  room  technique.  These  opportunities  are 
offered  to  each  member  of  the  Senior  class. 

At  the  College  Dispensary  Clinics,  each  student  will  become 
familiar  with  the  methods  of  case  taking,  minor  operations,  bandaging, 
dressing  wounds  and  fractures;  the  surgical  clinic  is  always  abundantly 
patronized  by  a  great  variety  of  surgical  patients. 

Operative  Surgery  and  Surgical  Anatomy  on  the  Cadaver  and 
Animals.     Senior  class,  in  sections,  thirty  hours  for  each  student. 

Third  Year 

Surgical  Pathology.     See  department  of  Pathology. 

Text-book  recitations  of  the  general  principles  and  practice  of 
surgery,  including  fractures,  dislocations  and  operative  surgery.  In  this 
course  the  class  divided  into  sections  and  an  instructor  presides  over 
each  section.  The  sections  meet  in  separate  class  rooms  at  the  same 
hour,  three  hours  each  week  for  two  semesters. 

Surgical  Anatomy.     See  department  of  Anatomy. 

Laboratory  Course.  Students  practice  in  preparing  and  applying 
the  various  fracture  dressings  in  making  plaster  paris  casts,  and  thus 
become  familiar  with  the  use  of  orthopedic  apparatus,  etc.  The  labora- 
tory is  supplied  with  a  varied  of  osteological  deformities  and  fractures; 
forty-eight  hours  for  each  section  of  the  class. 

Hospital  Amphitheatre  Clinics,  two  hours  each  week  for  two 
semesters. 

College  Dispensary  Clinics,  two  hours  daily  for  sixteen  weeks  to 
each  section  of  the  class. 

Fourth  Year 

1.  General  consideration  of  major  surgery,  emergency  surgery, 
preparatory  and  post-operative  treatment.  Surgical  diseases  of  the 
abdomen.  Lectures  and  recitations  one  hour  each  week  for  two  semes- 
ters. 

2.  Surgical  Diseases  and  Surgical  Anatomy  of  the  head,  neck, 
thorax  and  neurological  surgery,  one  hour  each  week  for  two  semesters. 
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3.  Orphopedic  Surgery,  lectures  and  recitations  one  and  a  half 
hours  each  week  for  two  semesters. 

4.  General  Surgical  Clinic.  St.  Joseph's  Hospital,  two  to  four 
hours  each  week  for  two  semesters. 

5.  Surgical  Anatomy  Clinic.  St.  Joseph's  Hospital,  one  and  a 
half-hour  period  each  week  for  two  semesters. 

6.  Hospital  Ward  Walks  and  Conferences,  ten  to  twenty  hours 
for  each  student. 

7.  Interne  Service.  All  students  of  the  senior  class,  in  pairs, 
serve  two  months  in  assisting  members  of  the  surgical  staff. 

8.  Surgical  Out-Patient  Department.  Senior  students  are  as- 
signed to  make  calls  to  surgical  patients. 

9.  Laboratory  Course  in  operative  surgery,  twenty- four  hours 
for  each  student. 

OBSTETRICS 

ALONZO  E.  MACK,  M,  D.,  Professor. 

SAMUEL  McCLENEGHAN,  M.  D.  Assistant  Professor. 

Third  and  Fourth  Years 

Lectures  and  Demonstrations.  The  subject  of  Obstetrics  is  taught 
by  lectures,  recitations  and  demonstrations  upon  the  manikin,  by  draw- 
ings and  charts,  and  by  attendance  upon  clinical  cases  of  labor.  The 
didactic  work  is  done  mainly  in  the  third  year,  the  clinical  study  in 
the  fourth  year.  Cases  of  labor  among  the  poor  of  the  city  are  referred 
to  two  members  of  the  Senior  class,  and  they,  assisted  by  the  professor 
or  one  of  his  assistants,  attend  the  case,  thus  giving  the  student  full 
clinical  advantage  over  circumstances  approaching  more  nearly  to  what 
he  might  expect  to  meet  in  actual  practice  than  if  he  were  attending 
merely   hospital   cases. 

The  two  students  assigned  are  required  to  make  frequent  visits 
and  to  examine  the  case  as  to  the  presentation,  and  watch  for  abnormal 
complications  that  may  arise.  They  attend  the  case  during  the  labor  and 
take  care  of  their  patient  during  convalescence,  and  at  the  conclusion 
make  a  detailed  report  in  writing.  Each  student  is  required  to  conduct 
not  less  than  six  obstetrical  cases  at  the  homes  of  the  patients. 
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Third  Year 

Didactic  Course,  chiefly  text-book  recitations  on  assigned  subjects 
covering  the  anatomy  and  physiology  of  the  female  generative  organs. 
The  physiology  of  pregnancy,  labor  and  the  puerperium.  Four  recita- 
tions a  week  for  two  semesters. 

Operative  Obstetrics.  Consist  of  four  to  six  normal  deliveries  dem- 
onstrated to  the  class  in  the  hospital  amphitheatre. 

Fourth  Year 

Didactic  Course,  lectures  and  recitations.  The  pathology  of 
pregnancy,  major  obsterical  operations,  labor  and  puerperium,  two  hours 
each  week,  first  semester,  three  hours  each  week  second  semester. 

Manikin  exercises  eight  hours  each  section  of  the  class. 

Practical  demonstration  of  normal  and  abnormal  cases  of  labor 
in  the  hospital  amphitheatre.  Average  four  to  eight  cases  during  the 
term. 

Out-Patient  Service.  Each  pair  of  students  to  attent  at  least 
six  cases  of  labor. 

At  the  Rescue  Home,  Twenty- fourth  and  Spaulding  streets,  each 
member  of  the  Senior  class  will  be  shown  from  two  to  three  obstetrical 
cases  during  the  term  and  will  be  given  an  opportunity  to  familiarize 
himself  with  normal  and  abnormal  labor.  The  work  in  this  institution 
is  under  the  care  of  a  competent  and  skilled  physician,  Dr.  Samuel 
McCleneghan,  who,  besides  giving  clinical  instruction,  will  also,  at 
the  latter  part  of  the  term,  give  a  quiz  course  on  clinical  work  done 
in  this  department.  In  addition  to  this,  the  Out-Patient  Obstetrical 
Department  of  the  College  and  the  Maternity  Department  of  Mercy 
Hospial  furnishes  a  sufficient  supply  of  material  so  that  graduates  from 
this  school  (before  leaving  college)  are  fitted  by  actual  experience  to 
practice  this  important  branch  of  medicine. 

GYNECOLOGY 

Third  and  Fourth  Years 

RUDOLPH    RIX,  M.  D.,  Professor. 
EDWARD  CHALOUPKA.    M.   D.,   Instructor. 
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Third  Year 

Didactic  Course.  Lectures  and  recitations  on  the  principles  and 
practice  of  medical  and  surgical  gynecology,  two  hours  a  week  two 
semesters. 

Fourth  Year 

Didactic  Course.  Lectures  and  recitations  covering  the  general 
practice  of  medical  and  surgical  gynecology,  two  hours  each  week  for 
the  first  semester. 

CLINICAL  COURSES 

Fourth  Year 

Hospital  Amphitheatre  Clinics,  two  hours  each  week  for  one  se- 
mester. Operative  demonstrations  of  the  various  operative  measures 
and  the  consideration  of  the  best  means  of  surgical  and  non-surgical 
relief.  Students  are  allowed  to  examine  cases  when  under  the  influence 
of  an  anaesthetic,  and  to  express  their  opinion  regarding  the  diagnosis. 

Practical  Course  at  the  College  Dispensary.  The  students  are 
taught  the  methods  of  case  taking,  manual  and  instrumental  examination 
of  gynecological  patients.  Having  made  the  correct  diagnosis  they  are 
then  instructed  in  the  methods  of  treatment.  Twenty- four  one  and  a 
half-hour  periods  each   section. 

DISEASES  OF  CHILDREN 

Third  and  Fourth  Years 

JAMES  R.  CLEMENS,  A.  B.,  M.  D.,  Professor. 
NEWELL    JONES,  M.  D.,  Associate  Professor. 
ARTHUR  B.  ADAMS,   M.   D.,   Instructor. 
FRANK   S.    CLARKE,    M.    D.,   Assistant. 

Third  Year 

Didactic  Course,  Lectures  are  given  on  selected  topics.  Two 
hours  each  week  for  two  semesters.     During  the  third  year  the  elementary 
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and  general  principles  and  practice  of  pediatrics  are  given.  The  sub- 
jects considered  will  be  the  physiology  of  the  infant,  diseases  of  the 
newly  born,  general  hygiene  of  infants  and  children,  infant  feeding 
especially  artifical  food  modifications,  diseases  of  the  digestive  organs, 
respiratory  organs,  liver,  genito-urinary  organs  and  skin. 

Fourth  Year 

Didactic  Course.  Lectures  and  recitations,  one  hour  each  week  for 
two  semesters,  covering  the  specific  infectious  diseases,  diseases  of  the 
heart  and  pericardium.  Diseases  of  the  blood  and  lymph  nodes  and 
ductless  glands.  Diseases  of  the  nervous  system.  Diseases  of  the 
peritoneum.     The  unclassified  diseases. 

Hospital  Amphitheatre  Clinics  to  entire  class;  the  various  forms 
of  children's  diseases  are  shown  and  discussed.  Two  hours  each  week 
for  one  semester. 

College  Dispensary  Clinic,  twenty  one  and  a  holf-hour  periods 
to  each  section  of  the  class. 

A  practical  course  in  Intubation  and  Tracheotomy  will  be  given 
to  each  section  of  the  class.     Four  hours. 

Visits  in  small  sections  are  made  to  the  City  Emergency  Infectious 
Hospital  throughout  both  semesters. 

OPHTHALMOLOGY 

Third  Year. 

HARRY  L.  ARNOLD,  A.  B.,  M.  D..  Professor. 
LOUIS  B.  BUSHMAN,  A.  B.,  M.  D.,  Assistant  Professor. 
CLAUDE  T.  UREN,  M.  D..  Instructor. 
DAVID  ISAACS,  M.  D.  Instructor. 

Lectures  and  recitations,  two  hours  each  week  for  one  semester. 

Clinic  and  clinical  lectures,  two  hours  a  week  for  sixteen  weeks,  at 
St.  Joseph's  Hospital. 

Clinical  instruction  will  be  given  at  the  College  Dispensary  in 
diagnosis  of  the  diseases  of   the  eye,   in   methods   of  examination,   in 
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the  use  of  instruments,  including  ophthalmoscope,  and  in  the  application 
of  remedies,  etc.  Special  attention  will  be  given  to  refraction.  Twenty 
one-hour  periods  to  each  section  of  the  class. 

OTOLOGY,   LARYNGOLOGY  AND   RHINOLOGLY 

Third  Year. 

Didactic  Course.  Lectures  and  recitations,  1  hour  each  week  for 
two  semesters.  A  review  of  the  anatomy  and  physiology,  general  prin- 
ciples of  pathology,  diagnosis  and  treatment  of  diseases  of  the  ear, 
nose  and  throat. 

Practical  Clinical  Course  at  the  College  Dispensary.  Each  stu- 
dent becomes  familiar  with  the  methods  of  examination,  diagnosis  and 
treatment  of  diseases  belonging  to  this  department.  1  hour  each  week 
for  two  semesters. 

Hospital  Clinics  to  each  section  of  the  class.  Demonstrating  the 
surgical  treatment  of  such  diseases  of  the  ear,  nose  and  throat  that  cannot 
be  treated  at  the  College  Dispensary. 

The  number  of  hours  and  times  given  to  the  hospital  clinics  is  ir- 
regular, depending  upon  the  patients,  averaging  about  12  to  16  each 
section.  However,  each  section  will  witness  at  close  range,  several 
mastoid,  tonsil  and  nasal  operations. 

DERMATOLOGY,   VENEREAL  AND   GENITO -URINARY 

DISEASES 

CHARLES  McMARTIN,  Ph.  G.,  M.  D.,  Professor. 
JOHN  W.  DUNCAN,   M.   D.,   Instructor. 
VAUGHN  CAUGHLAN,  M.  D.,  Assistant. 

Dermatology  and  Syphilis 

Didactic  Course.  Lectures,  textbook  recitations,  one  hour  each 
week  for  sixteen  weeks. 

Hospital  Clinics,  one  one-hour  period  each  week  for  one  semester 
at  Douglas  County  Hospital. 

College  Dispensary  Clinic,  20  hours  for  each  section  of  the  class. 
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Genito-Urinary  Diseases 

Didactic  Course.  Lectures  and  recitations  1  hour  each  week  for 
one  semester. 

Hospital  Clinics,  1-hour  period  each  week  for  one  semester. 
College  Dispensary  Clinic,  24  hours  for  each  section  of  the  class. 

MEDICAL  LAW  AND  MEDICAL  ETHICS 

Fourth  Year 

Right  of  state  to  regulate  practice  of  medicine;  unprofessional 
conduct;  malpractice  litigation;  physician's  right  to  compensation;  duty 
to  answer  calls;  partnership  liability;  degree  of  skill  and  care  required. 
One  hour  a  week  for  sixteen  weeks. 

Lectures  on  moral  principles  and  medical  practice,  craniotomy, 
abortion,  venereal  excess,  views  of  scientists,  professional  rights,  will  be 
given  to  the  fourth  year  class,  one  hour  a  week  for  fourteen  weeks. 

X-RAY  DIAGNOSIS  AND  THERAPEUTICS 

Limited  to  a  class  of  five.  The  course  consists  of  demonstrations 
of  the  construction  of  the  X-Ray  apparatus  and  a  practical  application 
of  the  X-Ray  as  a  diagnostic  and  theapeutic  factor.  A  fee  of  $5.00 
is  charged  for  each  student.     The  course  consists  of  ten  one-hour  lessons. 

CLINICAL  CLERKSHIP  SERVICE. 

A  medical  service  has  been  established  in  connection  with  the 
St.  Joseph's  Hospital  for  the  fourth  year  students.  In  this  service 
the  attempt  is  made  to  bring  the  student  into  the  closest  possible  re- 
lation to  the  patient.  Patients  entering  this  department  of  the  hospital 
are  assigned  to  the  care  of  students.  These  act  as  clinical  clerks,  taking 
the  history,  making  the  physical  examination  and  doing  all  the  clinical 
laboratory  work  required.  It  is  the  object  of  this  service  that  each 
case  shall  be  worked  up  as  thoroughly  as  possible,  in  ordere  to  teach 
the  student  the  necessity  of  careful  and  complete  routine  examinations. 
A  well  equipped  clinical  laboratory  is  at  the  service  of  the  students. 
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HOSPITAL  APPOINTMENTS 

The  Creighton  College  of  Medicine  has  the  exclusive  privilege  of 
furnishing  internes  to  a  large  number  of  hospitals  in  Omaha  and  through- 
out the  country,  and  as  internship  affords  the  greatest  possible  oppor- 
tunity to  the  graduate  in  medicine  to  extend  his  medical  and  surgical 
training,  a  position  for  one  or  two  years  in  a  hospital  under  the  most 
experienced  physicians  and  surgeons  is  most  highly  prized  by  all  recent 
graduates  in  medicine.  The  appointment  as  interne  secures  service  in 
a  hospital  with  furnished  room  and  board. 

Appointments  are  made  the  result  of  a  competitive  examination  to 
Omaha  hospitals  to  which  only  graduates  of  the  Creighton  College 
of  Medicine  are  eligible,  and  by  appointment  to  distant  hospitals  to 
those  graduates  showing  the  highest  scholarship  and  general  character. 

The  following  graduates  received  appointments  May  1,  1916: 

St.  Joseph's  Hospital,  Omaha,  Dr.  A.  C.  Brown,  Dr.  C.  Cum- 
mings.  Dr.  L.  F.  Egan,  Dr.  C.  M.  Hyland,  Dr.  H.  J.  Jenkins,  Dr.  C. 
Swab,  Dr.  Charles  Ulrich. 

St.  Joseph's  Hospital,  Denver,  Colo.,  Dr.  T.  Casey,  Dr.  W.  R. 
Leahy. 

Mercy  Hospital,  Council  Bluffs,  Iowa.,  Dr.  D.  Chaloupka. 

St.  Joseph's  Hospital,  Tacoma,  Wash.,  Dr.  J.  Egan. 

Metropolitan  Hospital,  Blackwell  Island,  N.  Y.,  Dr.  F.  B. 
Gillespie,  Dr.  B.  C.  Russum,  Dr.  C.  L.  Martin. 

St.  Margaret's  Hospital,  Kansas  City,  Kansas,  Dr.  F.  Hombach, 
Dr.  A.  J.  Offerman. 

St.  Joseph's  Hospital,  St.  Paul  Minn.,  Dr.  D.  W.  Kohler,  Dr. 
L.  Leonard,  Dr.  J.  Libert. 

N.  P.  Hospital,  Brainerd,  Minn.,  Dr.  E.  S.  Murphy. 

N.  P.  B.  A.  Hospital,  Tacoma,  Wash.,  Dr.  J.  J.  O'Hearn. 

Mercy  Hospital,  Des  Moines,  Iowa,  Dr.  W.  Phillips. 

St.  Francis  Hospital,  Grand  Island,  Neb.,  Dr.  J.  H.  Regan. 

Lutheran  Hospital,  Ft.  Wayne,  Ind.,  Dr.  A.  N.  Thoms. 

Douglas  County  Hospital,  Omaha,  Dr.  Charles  Sheets. 
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Following  is  the  list  of  students  for  the  year  1915-16: 

SENIOR— 42 

Brown,  A.  C Council  Bluffs,  la. 

Casey,  T New  York,  N.  Y. 

Chaloupka,  D Wilber 

Cummings,  C.  A Buckingham,  la. 

Egan,  J.  H Tacoma,  Wash. 

Egen,  L.  F Omaha 

Ensor,  R.  R South  Omaha 

Gillespie,  F.  B Kansas  City,  Mo. 

Hombach,  F.  J Council  Bluffs,  la. 

Hyland,  C.  M Rockford,  111. 

Jay,  C Morenci,  Ariz. 

Jenkins,  H.  J Omaha 

Johnston,  R.  S Des  Moines,  la. 

Kohler,  D.  W Morris,  Minn. 

Leibee,  J.  R Osceola 

Leonard,  L Jordan,  Minn. 

Leahy,  W.  R Lincoln 

Libert,  J St.  Cloud,  Minn. 

Martin,  C.  L Omaha 

Maxwell,  M Omaha 

Morrow,  L Tekamah 

Murphy,  E.  S Wadena,  Minn. 

O'Hearn,  J.  J Council  Bluffs,  la. 

Offerman,  A.  J South  Omaha 

*Paulk,  R Wood  River 

Phillips,  W.  B Perryville,  Mo. 

Regan,  J.  H Grand  Island 

Russum,  C.  B Omaha 

Roche,  R.  E Kimball 

Shearer,  W.  L Omaha 

Sheets,  C Omaha 

Sigler,  M.  T Pickrell 

Shook,  C.  F Omaha 

Sullivan,  J.  P Omaha 

Swab,  CM Haddam,  Kans. 

Tamisiea,  J.  A Omaha 

Thoms,  A.  M Fort  Dodge,  la. 

Ting,  A.  A Honolulu,  H.  I. 

Ulrich,  C.  F Stuart 

Whitcomb,  G.  B Lincoln 

Warren,  W.  L Trenton,  Mo. 

Zimmerer,  C. Humphrey 

JUNIOR— 44 

Anderson,  A Benson 

Baldwin,  G Omaha 

Bellinger,  S.  B Council  Bluffs,  la. 

Byrne,  J.  R Omaha 

*Deceased. 
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Clay,  Clarissa  Grand  Rapids,  Minn. 

Draney,  T.  L Seneca,  Kansas 

Butcher,  J.  E Butte,  Mont. 

Dierkes,  G.  J Duelm,  Minn. 

De  May,  G.  H Danbury 

Everitt,  N.  J. Kearney 

Fonda,  J.  W|  Council  Bluffs,  la. 

Freymann,  J.  J Owens,  la. 

Gambee,  E.  J Cowallis,  Ore. 

Grier,  M.  E Omaha 

Gillespie,  P.  B Gretna 

Hendrickson,  A.  H Sioux  City,  la. 

Hamilton,  T.  F Thermopolis,  Wyo. 

Heacock,  F.  M Gretna 

Hermsen,  P Neola,  la. 

Kelly,  B.  S Carroll,  la. 

Kelly,  J.  A Lewis,  Kans. 

Kane,  P.  E Butte,  Mont. 

Keick,  E.  G Springfield 

Kulakofsky,  B Omaha 

Levey,  S.  A Omaha 

Miller,  H.  C South  Omaha 

Miller,  I.  W Volin,  S.  D. 

Murphy,  M Park  City,  Utah 

Meyer,  O.  R David  City 

MeGuire,  L.  D Wisner 

Noonan,  E.  F Omaha 

Philbrick,  G.  S Creighton 

Pollack,  F.  A Tilden 

Pitts,  D.  H Mondamin,  la. 

Reyman,  L Omaha 

Rivers,  A.  B St.  Paul,  Minn. 

Schaller,  F.  W Yankton,  S.  D. 

Scott,  T.  B Butte,  Mont. 

Schlumberger,  P Denison,  la. 

Stodden,  F.  J Calome,  S.  D. 

Stapleton,  H.  B Shelbina,  Mo. 

Swoboda,  J.  B Omaha 

Wilson,  F.  L Stuart 

Young,  R.  A Johnson. 

SOPHOMORE— 17 

Callaghan,  A Green   Island,  la. 

Coady,  C.  C Omaha 

Connolly,  E.  A Omaha 

DeBacker,  L.  P St.  Marys,  Kans. 

Gehlen,  J.  N Ellensburg,  Wash. 

Haverly,  N.  J Omaha 

McCrann,  P.  M Omaha 

Mullen,  R.  F Omaha 

Nigro,  D.  M Kansas  City,  Mo. 

O'Connell,  J.  T Atkinson 

O'Toole,  T.  F Independence,  la. 

Pf eff er,  A.  M Omaha 
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Quilty,  D.  J Butte,  Mont. 

Deith,  G.  R Utica,  N.  Y. 

Sullivan,  H.  T Omaha 

Vosika,  F.  G Omaha 

Williams,  J.  B Omaha 

FRESHMAN— 24 

Bell,  D.  W Herman 

Bongardt,  H Omaha 

Burns,  W.  J Anaconda,  Mont. 

Carey,  M.  J Council  Bltiffs,  la. 

Carroll,  J.  J Butte,  Mont. 

Dansky,  N Omaha 

English,  T.  M Butte,  Mont. 

Gangner,  F Anaconda,  Mont. 

Gross,  W.  A Sandusky,  O. 

Moward,  M.  C Omaha 

Jonhson,  H.  A Omaha 

Kirchman,  R Wahoo, 

Langraf ,  W Omaha 

Levin,  H.  M Omaha 

Lovely,  F.  T Omaha 

Lichty,  E Waterloo,  la. 

Marshall,  G.  R Seattle,  Wash 

Mounsey,  J Newcastle 

O'Connor,  J.  J Perry,  la. 

Romonek,  P Omaha 

Reichstadt,  E Omaha 

Traynor,  R Omaha 

Torpy,  Thomas  Manning,  la. 

Zelazousky,  F Kansas  City,  Kans. 

For  further  information  concerning  the  College  of  Medicine,  ad- 
dress. The  Dean,  14th  and  Davenport  Streets,  Omaha,  Nebraska. 

For  information  concerning  the  other  Departments  of  the  Uni- 
versity, address 

The  Dean,  Creighton  College  of  Law,  210  South  18th  Street. 

The  Dean,  Creighton  College  of  Dentistry,  210  South  18th  Street. 

The  Dean,  Creighton  College  of  Pharmacy,  1410  Davenport  Street. 

The  Dean,  Creighton  College  of  Arts,  25th  and  California  Streets. 
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